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Newark Symphony Hall presents African Globe TheatreWorks’ 


if Loving You is Wrong 


A musical drama 
Written by Kabu Okai-Davies and Solomon Caudle 


Saturday, November 18, 2000 8:00 PM & 
Sunday, November 19, 2000 3:00 PM 
All seats $25.00 (Orchestra Seats Only) 
Newark Symphony Hall’s 
Sarah Vaughan Concert Hall 
1020 Broad Street, Newark, NJ 
Tickets on sale at the Newark Symphony Hall’s Box Office 


at 1030 Broad Street, (Mon.-Sat.)at all area Ticketmasters 
or charge by phone (201) 507-8900 


For more information about the Hall’s 75" Season call(973) 643-8009 


